= WIPO 
= 


WIPO 


WORLD 
INTELLECTUAL PROPERTY 
ORGANIZATION 


LABPIES 


PENDING TRADEMARK - USPTO (USA) 


210 Serial number 


97675225 

551 Kind of mark 

Individual 

550 Type of mark 
Combined 

511 Nice classification - NCL 
28 


540 Reproduction of the mark 


Laweies 


541 Reproduction of the mark where the mark is represented in standard characters 


LABPIES 


NAMES AND ADDRESSES 


730 NAME AND ADDRESS OF THE APPLICANT OR THE HOLDER 


Name 
Hirth Yechiel 
Kind 
Natural Person 
Address 
1070 East 17th Street; 11230 BROOKLYN; NY 
Country 
USA 


Name 
Hirth Yechiel 
Kind 
Natural Person 
Address 
1070 East 17th Street; 11230 BROOKLYN; NY 
Country 
USA 


CLASSIFICATION 


511 THE INTERNATIONAL CLASSIFICATION OF GOODS AND SERVICES FOR THE PURPOSES OF THE REGISTRATION OF MARKS (NICE 


220 Application date 
November 13, 2022 


750 ADDRESS FOR CORRESPONDENCE 


Name 
Hirth Yechiel 
Address 
1070 East 17th Street; BROOKLYN, NY 11230; UNITED STATES 


CLASSIFICATION) AND/OR LIST OF GOODS AND/OR SERVICES CLASSIFIED ACCORDING THERETO 


- 28 
collectable toy figures 


532 NATIONAL CLASSIFICATION OF THE FIGURATIVE ELEMENTS- US DESIGN CODES 


1/2 


= WIPO 
= 
WIPO 


WORLD 
INTELLECTUAL PROPERTY 
ORGANIZATION 
01.15.11 
Bubbles, foamy masses 
19.13.02 
Test tubes 
27.03.05 
Representations of objects forming letters or numerals, including punctuation 


IP OFFICE - USPTO (USA) 


UNITED STATES 
PATENT AND TRADEMARK OFFICE 


uspto 


Official status 
Live/Pending 

Status date 
August 4, 2024 

Country of filing 
USA 


Disclaimer: Global Brand Database does not ensure the correctness nor the completeness of the information. 


FURTHER INFORMATION 


270 Application language 

en 

571 Description of mark 

The mark consists of the stylized wording "LABPIES" wherein each letter is 
outline in black, and within each letter, the bottom half is blue, and the 
upper half is white. The "L" and the "I" have blue bubbles in the upper half, 
and the "P" has white bubbles in the bottom half. There is a blue circular 
bubble above the "I" which is in the shape of a test tube. The white 
background represents transparent area and is not part of the mark. 


2/2 


